ONC.C-7-BOSTON  AVENUE  METHODIST  CHURCH 
TULSA,  OKLAHOMA 
This  church  was  the  first  effort  in  the  world 
to  build  on  a  cathedral  scale  modernistic  con- 
ceptions of  architecture.  Acknowledged  as  one 
of  five  most  beautiful  churches  in  the  United 
States. 
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